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SUBJECT: REGULATORY STANDARDS FOR NUCLEAR POWER 
REE: A SEOUL 8458 
B STATE 239308 

1. DISCUSSIONS HELD WITH DIRECTOR, ATOMIC ENERGY 
BUREAU MOST, MORRIS ROSEN IAEA ADVISOR TO MOST 
AND WITH KECO PERSONNEL FAILED TO PROVIDE SPECIFIC 
ANSWERS TO QUESTIONS POSED REF (B). GENERAL 
ANSWERS ARE AS EOLLOWS: 

A. KOREA DOES NOT HAVE APPLICABLE IAEA STANDARDS, 
REGULATIONS AND GUIDELINES AND THUS CANNOT MAKE 
COMPARISON. DOCUMENTS MAILED TO CLIEFORD ON 

17 DECEMBER SHOULD PERMIT COMPARISON BY AEC. 

B. SAFETY STANDARDS NOW BEING DEVELOPED ARE TO 
GREAT EXTENT GENERATED BY ROSEN AND FOLLOW CLOSELY 
THE US AEC STANDARDS. ENVIRONMENTAL STANDARDS ARE 
VIRTUALLY NON-EXISTENT 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 SEOUL 08586 210457Z 

C. ENVIORNMENTAL CONSIDERATIONS ARE EXPECTED TO 
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RECEIVE ATTENTION IN THE EUTURE, BUT TO DATE HAVE 
NOT INELUENCED DECISIONS ON NUCLEAR INSTALLATIONS 
TO ANY APPRECIABLE EXTENT. 

D. NONE OPERATING. 

E. NOT APPLICABLE. 
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